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scammUARPC CO SAM A SNARE 


ie pocation: 


Two kilometers west of xoye (37°18 3/47959' Ny, on t 
southern bank of a reservceir. 


Z. Plant gistallations: 


As Te construction of the halis proceedsé@ as the turbdines 
yore’ fitted. One of the turbines started operating on 12 De=- 
conber 1946 and the next in cay 1947 while tho foundetions 
for the third turbine were completed by Noveubcr 1946, Two 
tarbines were driven by four boilers andi one caditionsl re- 
serve boiler; such a set head two snoke stacks. Fellow Ps 

:- go 44% thet each boller sf equipped with o coal mill and an 
electric filtering insteliction. 


b. A govict foreman said tlint, within the program of the 
5-year Plan, the plant is scheduled to replace the Dnepr 

y -Pover plant in emergencies and is thus supposed to supply 
the ponbas with power. To achieve this the western part of 
the power plunt will be snlarged for the construction of a 
required fourth turbine sct and the reservoir will be extended 
to a capacity of about 26 million additional cbma cf water. 
The dam, with a concretu base and an upper structure of pressed 
clay, reached the follot:ing dinensions in late 19462 Length: 
490 to 500 neters, heicht: 12 to 15 meters, width on top: 
%7o meters. 
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b. During the time of observation the turbine house was 
completed to a length of 1¢C to 156 meters. To facilitate 
the installation of the schedeled turbine sets the build- 
ins vill be extended to lenzth of cbout 250 to 50OG meters. 
Seepsrations for the insteliction of two a. ditional bollers 
started in lete 1948 and in ecrly-1949. 


@. Jt wes learned that four additional turbines will be 
instelled after the end of the first $®Year-plan, (to ob- 
tain a total of eicht turbines) and thet the plant vould 
be extended to the west. 


“ork porces 


Three to four thousand laborers, 56 »ereent I/s, including 
the worscers «t the dun. 


Gapsecitys: 
Swo AiG turbines from .sst eornany with 50,CcO Kws ecch. 


The inscription yurakhovskaya FElektrostantsiya wos identi- 
ficd above the plant gate. 


wo AgG turbines (50,C00 ky ocnscity each} which, together 
with most of the plant instelintions, erue from 4G in 
Beuthen=""echtal, Usner gilesia, had been in eperntion in the 
eastern part of the turbine heli since June 1949. It was 
learned from a soviet foreren thnt tro additional turbines 
will be instrlled in late 1848 or in early 1950. 


Excavations to rit the turbine bases were west of the two 
overatings turbines. Turee smokestacks, 54 meters high, were 
in front of the boiler house. 


cne thousand Ps working three shifts were assigned to plant 
constructiom until June 1948. 


soscow ordered all necessar: acsions to be taken vor the com- 
Pletion of the fourth turbine. Vhe target date was net as 
ihe turbine started vorkin: on ” October 1949. -The follow- 
dng important enlargements were observed Prom viarch to tcto- 
ver 1949s Great proseess on the sate seetion or the dam, 
(70 to 86 ucters longs), consteustion of a third concrete 
smokestack «nd current enliyemuents ou plinnt install: tions 
gad construction of the Tsentral ..iposelak scttle. .cnt. 


Vellow Pes sciad that the conseruction of the dui :inde little 
pROTESS oS LbO crew vas very sueupy. The gate section of 
tie Gan is .bout 7C to 8G .ters lons. 


Jh geobte. ber 1049 Ungineer ..lbust stated that the instull-tion 
of u Vifth anu sixth turbine tus bein: prepared by; the sovicts. 


sor loention ace ynnex cz. 
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ity sonnent: 


a. 4he pepovt cives sugoic.witery inforintion ot tho re- 
conetructed aurskhoveres lowor <i ont near wtoya. 


This report corresponcs vila »x2evious information which 
elerified tuo loection -né presons layout of the plant. 


Ce PS «<< on the muuber of turbines, the date 
they were installed und other oniargenents. ‘4s the in= 
portance of the ple ‘nt will be considerably incressed by 
the extension of the dam, the enlargement of the reservoir 


and the installation of a fifth ond sixth turbine ( 25X1X 
reported the installetion of rour additions] turbines 
eredence may be given to “he stateuent MEE 2ccording 25X1X 


to which the plant is supposed ta substitute the Dnepr Powe 
Plent near wzaporezhe and secure the power supply of the Donbas 
ares. - 


,ll reports received agree on the turbine conecity of 50,000 
kw each. 


Annex ] conforns with previous records. 
yunex 2 is forwerded sas snlarcenents of the dam are entered. 


CLS DNT LL: CCONveOL/Us O LCI Lu OMLY 


Approved For Release 2002/01/17 : CIA-RDP83-00415R010800020003-6 


Approved For Release 2002/01/17 : CIA-RDP83-00415R010800020003-6 
ws, : 
COly Sua Pa Le Ger fy be ee a OLY 
Ly Vea: 


CENTRAL INT™LLIGFNCE ASENCY = 25X1A 


Legend to ,nnex 2 


1 pover plant area 

2 pumping station 

a pischarge canal 

4 Pr’ carp 

5 Repair shop for automobiles and motors 
6 pam sand lock section 

0 Tsentral Wiposelok sett. anent. 
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Legend to annex 1 


A 


pover Plant 


a 


a 
3 
4 


19 


punping station sid water yrorks 

goen-air trensformcr station, 350x80 meters 
menusformcr repolix shop 

Surbinue shop, 25 evers wide, 3G meters high, 
tuo turbines in over:tion, foundations Tor a 
third turbine congleted 

doilcer house, 25 .eters wide, 35 neters high. 
sive bollers in oncention, two additional bol- 
ler Poundnations completed 


Coul gringin: stutdon, 8 neters wide, 15 eters 
high 


Goal erushin:; inet. ll«tion, stone structure, 
2bxecxe5 acters 


Ulectrie Piltur instcliation, 15 meters wide 
end 15 meters hich 


Conveying instaliction, <sotal length 1UG to 15¢ 


meters, with brick tower, #5 mevers high, in the 


middie 


‘tg brick snokestacss, ground disneter 5 to 6 neters, 


height 50 to 7O meLers 


{instellations No 2,4,5,6, 8 are 150 to 200 meters 


Jon: and will be exte: 


tation of new machine) 


1i 


12 


13 
14 
15 
16 
17 


coal stores with siest-metal roof, about 175x50x10 


meters 


Projected nrea for the construction of a second 
coal stores 3al. 


Coal dunp 

Auinistration, 45x3¢ meters 
workshops 

sotor pool, 86x4U47 meters 


Hizh tension lize 


ypproxinate areca for projected Large uershalings yard 
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wea of a netellurgi¢cs. plont under construction, fomr 
workshops L50x45x2¢ motcisa (iron structure vith bowed 


wag arrivin: since the . 


Gonstruction site, oresu cbly vor waterworks 


nile of 1947. 


am 

gonerete plant 
joavmil 1 

uel depot 

Groin silo 

Roya Feilroad station 


Four locks. 
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